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tower of Drusus, which was the largest and most
excellent of the towers near the sea, and was
built on the mole itself *, where this ruin still
stands, having braved the raging fury of two
thousand winters, and still defying the storms of
ocean to effect its total demolition, though its
venerable ruins are lashed by an almost eternal
foam.
The fort was surrounded on the north, the
east, and the south, by a ditch about thirty feet
broad and twenty deep- The whole seems to
have been well built, and of great strength, and
appears rather to have been demolished by a
besieging force than to have fallen gradually to
decay.
The fragments of granite pillars, and other
marks of splendour seen near the sea, are un-
questionably remains of the ancient Csesarea of
Herod; but the fort itself, as it now stands, is
as evidently a work of the Crusaders, who had
one of their chief military stations here.   The
great city extended itself* from the sea-shore to
some distance inland ; but its ruin is so complete,
that the most diligent survey would scarcely be
rewarded by the fixing with accuracy the site
of any of the public buildings, or even the
delineation of its precise form from the founda-
tion of its walls.
* See the description of this edifice, p. 200.